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QUANITTY CHANGES TO EQUIPMENT LIST IT, 


360-DAY SUPPORT LIST FOR SYSTEM 1 


LIST MP ESTIMATED 
ITEM NO. NUMBER NOMENCLATURE UNIT COST 
9 10087 Head, Cover, 
Complete Assembly $ 510.00 
99 10046 Loop Arm Take-up 
Réel, Complete 
Assembly 201.13 


PRESENT ADDED 
QUANTITY QUANTITY 


ESTIMATED 
ADDED 
AMOUNT 


$1,020.00 


402.26 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200080006-1 


